234     DOCKETED ITEMS

9005070237 Provides clarification to SALP 9 Rept 50-483/90-01 for Sept 1988 - Jan
1990.Ucensee voluntarily retested few remaining const workers originally approved for
unescorted access using mini-1 PAT.

SCHNELL.D.F. Union Electric Co. 90/04/30. Document Control Branch (Document
Control Desk). 3pp. 53747:259-53747:261.

9005090352 Rev 6 to EPIP ElP-ZZ-00220, "Emergency Team Formation."
SUDNAK.P., BLOSSER Union Electric Co. 90/04/30.14pp. 53788:204-53788:217.

9005090393 Temporary Change Notice 90-184 to Rev 11 to Procedure EJP-ZZ-00230,
"Accountability & Evacuation."
LEV1N.D.R. Union Electric Co. 90/04/30. 3pp. 53788:223-53788:225.

9005250060 Revised EPIPs,incIuding Rev 9 to ElP-ZZ-00240 & Rev 12 to EIP-ZZ-
00241.

FAULKNER.M., BLOSSER, GROSS.K. Union Electric Co. 90/05/04. 49pp. 53925:101-
53925:149.

J. insurance & indemnity information

9004240230 Forwards response to Generic Ltr 90-01, "Request for Voluntary Participa-
tion in NRC Regulatory Impact Survey" in form of completed questionnaire.
SCHNELL.D.F. Union Electric Co. 90/04/11. Document Control Branch (Document
Control Desk). 12pp. 53591:258-53591:269.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005170057 Advises that licensee 890710 response to Generic Ltr 89-06 re SPDS
meets requirements of Suppl 1 to NUREG-0737 & NUREG-1342 & acceptable.
GODYAT. Project Directorate III-3. 90/05/14. SCHNELL.D.F. Union Electric Co. 3pp
53857:131-53857:133.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

Q. Inspection reports, IE Bulletins & correspondence

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipmentSvc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04, Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004240230 Forwards response to Generic Ltr 90-01, "Request for Voluntary Participa-
tion in NRC Regulatory Impact Survey" in form of completed questionnaire.
SCHNELl_D.F. Union Electric Co. 90/04/11. Document Control Branch (Document
Control Desk). 12pp. 53591:258-53591:269.

9005070091 Forwards util 900402 Hr proposing agreement between State of MO Dept
of Natural Resources & Union Electric on classification of 23 prehistoric & 2 historic
sites.per 900423 discussion.

GODYAT. Project Directorate III-3. 90/04/24. WE1NHE1MER.A. Advisory Council on
Historic Preservation. 4pp. 53755:284-53755:288.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list end.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005020260 Forwards corrected Amend 86 to License DPR-43,consisting of corrected
Tech Spec Page 4J2-11 re Category C-3 insp results & refs.

DAVIS.M.J. Project Directorate 1II-3. 90/04/26. EVERS.K.H. Wisconsin Public Service
Corp. 3pp. 53716:189-53716:193.

-9005020264 Corrected Amend 86 to Ucense DPR-43,revising Tech Spec Page 4.2-11
re Category C-3 insp results & refs.

*  NRC - No Detailed Affiliation Given. 90/04/26. 2pp. 53716:192-53716:193.

9005070355 Forwards Amend 53 to License NPF-30 & safety evaluation. Amend revises
Tech Spec 3/4.7.1.2 to add clarification to Surveillance Requirements 4.7.1.2.1^(4) &
4.7.1.2.1.0(1) by identifying automatic valves.

GODYAT. Project Directorate III-3. 90/04/26. SCHNELL.D.F. Union Electric Co. 3pp.
53778:075-53778:085.

-9005070356 Amend 53 to License NPF-SO.revising Tech Spec 3/4.7.1.2 to add clarifi-
cation to Surveillance Requirements 4.7.1.2.1 .a (4) & 4.7.1.2.1.b(1) by identifying auto-
matic valves excluded or included in auxiliary feedwater sys.
HANNON.J.N. Project Directorate 1II-3.90/04/26. 5pp. 53778:078-53778:082.

-9005070359 Safety evaluation supporting Amend 53 to Ucense NPF-30.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/26. 3pp.
53778:083-53778:085.

9005080113 Forwards util 900402 Itr documenting agreement between State of MO his-
toric preservation officer & util re cultural resources.

PASSWATER AC. Union Electric Co. 90/04/27. Document Control Branch (Document
Control Desk). 5pp. 53786:004-53786:008.

9005080101 Forwards Rev 11 to "Inservice Testing Program.1"
SCHNELL.D.F. Union Electric Co. 90/04/30. Document Control Branch (Document
Control Desk). 7pp. 53752:329-53752:360.

-9005080108 Rev 11 to "Inservice Testing Program."
ROESNER.G.J.. WITT,W.A. Union Electric Co. 90/03/30. 25pp. 53752:336-53752:360.

9005070116 Forwards environ assessment & finding of no significant impact re 891228
& 900306 Itrs regarding application for amend to revise Tech Spec to reflect max en-
richment for fuel storage in Region 1 of spent fuel pool.

GODYAT. Project Directorate III-3. 90/05/02. SCHNELL.D.F. Union Electric Co. 1p.
53741:330-53741:335.

-9005070120 Environ assessment & finding of no significant impact re amend to li-
cense to reflect max enrichment for fuel storage in spent fuel pool.
HANNON.J.N. Project Directorate HI-3. 90/05/02. 5pp. 53741:331-53741:335.

9005170129 Provides confirmation of implementation of procedure revs to support radi-
ological effluent Tech Spec removal from Tech Specs.

SCHNELL.D.F. Union Electric Co. 90/05/09. Document Control Branch (Document
Control Desk). 4pp. 53865:200-53865:203.

9005140302 Advises of closeout of Generic Ltr 89-19, "Request for Action Related to
Resolution of USIA-47," based on 900316 response.

GODYAT. Project Directorate III-3. 90/05/10. SCHNELL.D.F. Union Electric Co. 4pp.
53829:356-53829:359.

9004240230 Forwards response to Generic Ltr 90-01, "Request for Voluntary Participa-
tion in NRC Regulatory Impact Survey" in form of completed questionnaire.
SCHNELL.D.F. Union Electric Co. 90/04/11. Document Control Branch (Document
Control Desk). 12pp. 53591:258-53591:269.

9004240044 Forwards Safety Insp Rept 50-483/90-05 on 900201-0331.No violations
noted.

KNOP.R.C. Region 3, Ofc of the Director. 90/04/13. SCHNELL.D.F. Union Electric
Co. 2pp. 53592:227-53592:234.

-9004240187 Insp Rept  50-483/90-05 on 900201-0330-No violations noted.  Major
areas inspected:plant operations.maint & surveillance & previous insp findings.
HAGUE.R.L Region 3, Ofc of the Director. 90/04/12. 6pp. 53592:229-53592:234.

9005020087 Forwards Safeguards Insp Rept 50-483/90-04 on 900122 & 0208 & notice
of violation.Audit of safeguards info stored at location within plant protected area ac-
complished by 900331.

DAV1S.A.B. Region 3, Ofc of the Director. 90/04/23. SCHNELL.D.F. Union Electric
Co. 4pp. 53716:127-53716:140.

-9005020093 Notice of violation from insp on 900122 & 0208.Violation noted:failure to
lock & attend to security storage container w/copies of physical security plan & safe-
guards site contingency plan.
DAVISAB, Region 3, Ofc of the Director. 90/04/23. 2pp. 53716:131-53716:132.

-9005100301   Physical  Security  Insp  Rept  50-483/90-04  on  900122-25  &  0129-
0208.Vioiation noted.Major areas inspected:security plans & procedures,assessment
aids.access control-personnel, vital area detection aids & security program audits.
PIRTLE.G.L, CREED.J.R., GREGER.LR. Region 3, Ofc of the Director. 90/02/15.
8pp. 53716:133-53716:140.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005020260 Forwards corrected Amend 86 to License DPR-43,consisting of corrected
Tech Spec Page 4.2-11 re Category C-3 insp results & refs.

DAVIS.M.J. Project Directorate fll-3. 90/04/26. EVERS.K.H. Wisconsin Public Service
Corp. 3pp. 53716:189-53716:193.

-9005020264 Corrected Amend 86 to License DPR-43,revising Tech Spec Page 4.2-11
re Category C-3 insp results & refs.
* NRC - No Detailed Affiliation Given. 90/04/26. 2pp. 53716:192-53716:193.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413), 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9005070237 Provides clarification to SALP 9 Rept 50-483/90-01 for Sept 1988 - Jan
1990.LJcensee voluntarily retested few remaining const workers originally approved for
unescorted access using mini-IPAT,

SCHNELL.D.F. Union Electric Co. 90/04/30. Document Control Branch (Document
Control Desk). 3pp. 53747:259-53747:261.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203. bellows expansion.Div I & It diesel generators declared inoperable & controlled
